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PART IV 

Private Advertisements and Miscellaneous 

Notifications 


INSURANCE MEDICAL SERVICES DEPARTMENT 
NOTIFICATION 

No. El/10749/11/DIMS. 11th April 2013. 

The following is the Select List of the Officer for 
the year 2013 for the promotion to the Post of Insurance 
Medical Officer Gr-II (Ayurveda) in the Insurance Medical 
Services Department as approved by Government, on the 
recommendations of the DPC (Lower) which was held 
on 1-3-2013. 


Select List 

Dr. Maya R. Shenoy 


Dr. M. Beenath, 

Directorate of Director of Insurance 

Insuarance Medical Services, Medical Services. 
Thiruvananthapuram. 











